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PLACE ACQUIRED 
(BY SOURCE) 


DATE ACQUIRED 
(BY SOURCE) 
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25X1 X 


THlI document contains information affcctino the national defense 

OF THE UNITED STATE! • N I TH I N THE MEAN I NO OF TITLE 10. SECTIONS 7tl 
AND 764. OF THE U.S. CODE. AS AMENDED. ITS TRANSMISSION OR REVE> 
LATION OF ITS CONTENTS TO ON RECEIPT IY AN UNAUTHORIZED PERSON IS 


this is UNEVALUATED information 
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DATE DISTR^iT^h 195^ 

NO. OF PAGES 1 

NO. OF ENCLS. 

SUPP. TO 
REPORT NO. 


SOURCE 


APO No, Station 

3576 Kiskunmajsa 

(formerly Sfrbogtfrd) 


Kiskunmajsa 


B^osalinas 


Miskolc 

(Artillery barracks 
on Vasut utca) 


Szeged 

(Marst^ri l&ktanya) 


Field artillery 
Regiment 


Rifle regiment 


Summer camp 


Rocket projec- 
tor section 


Motorized rifle 
regiment 


Remarks 

Attached to rifle division at 
Kiskunf^legyhisa. One section 
With 76,2 mm guns, two with 
122 mm howitzers. Fully motor- 
ized; about 800 men strong. 
Regimental commander : Capt (fnu) 
Lukacs . 

To be motorized 195*T At 
present only regimental troops 
motorized. Commander: Major (fmj) 
Kerekes . 

Rifle regiment from Kiskunmajsa 
spent the summer here. 

Commander : Capt ( fhuj .Mat - 
Three batteries of six. 160 mm 
pieces each, each with 3ix 
tubes. Spent the summer in 
camp north of Tass, 

Attached to the rifle division 
at Kiskunf^legyhaza. 
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